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resulted in an improvement in the pressing quality of
the solidified oil.

FIGS. 42 and 43.

In 1885 Beilby patented the apparatus shown in
Figs- 42 and 43, and, without a doubt, it is the best
form of cooling apparatus that has been so far designed.